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On February 10, 1969, subject entered a plea of 
guilty to Count 2 of an Information which charged him vith 
violation of Title 16, Section 3, United States Code, and 
Title 36, Section 2.7 Code of Federal Regulations, which relates 
to disorderly conduct in United States Parks, reservations, etc. 


On the same date, Judge M. D. CROCKER sentenced subject 


to six months probation to commence on May 1, 1969 followin 
b6 


Count 1 of the Information was dismissed. 


SC 70-197 


Other evidence in this matter has been submitted 
to the FBI Laboratory for examination. 


LEADS; 
SACRAMENTO DIVISION 


At Fresno, California: 


Will follow this matter with Assistant U, S. 
Attorney RICHARD V. BOULGER, to determine what prosecutive 
action he intends to pursue, and report results of prose- 
cutive action. 
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un. STATES DEPARTMENT OF e... 
FEDERAL BUREAU OF INVESTIGATION 


Copy to: 1 - U. S. Attorney, Sacramento 
l - Assistant U. S. Attorney, Fresno 
Report of: SA ROBERT J. EMONTS Office: Sacramento 
Date: 7/ 2/ 68 
Field Office File #: SC 70-197 Bureau File #: 
Title: 


DENNIS JOHN MARTINO; 


Character: 


CRIME ON GOVERNMENT RESERVATION - NARCOTICS | de 


Synopsis: 
Subjects arrested early on morning of 6/25/68, by 
Park Rangers and other employees of Kings Canyon 
National Park, California, after creating disturbance. 
Subject who was screaming wild 
obscenities and appeared delirious, had to be sub- 
dued, All five appeared to be under the influence 

of some narcotic or drug, and were booked in Fresno 
County Jail, pending further action. Assistant U. $. 
Attorney RICHARD V. BOULGER, Fresno, California, after 
hearing versions of the incident from three witnesses, 
authorized a complaint against the five, charging 
violation of Section 3, Title 16, U. S. Code, and 
Section 2.16 of Title 36, Federal Code of Regulations 
for remaining in a park area when manifestly under 
the influence of narcotics or other drug. Four items 
which fell out of subjects! belongings when they were 
moved from the camp site to the ranger station are 
suspected by rangers of being marijuana or other 
drugs, and have been sent to FBI Laboratory for 
analysis. Authorized complaint filed and subjects 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the F BI and is loaned to 
your agency; it and its contents are not to be distributed outside your agency. 
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arraigned before U. S. Commissioner FRANK LERRIGO, at 

Fre 6/68. Attorney retained by| l£for himself b6 
ena U. S. Commissioner appointed an attorney for pue 
other three defendants. All have made bail of $500.00 

each set by U., S. Commissioner, and on 6/28/68, attorney 

for[ ]and requested a jury trial in U. 5, 


District Court, and attorney for other three requested 
handling in U. S. District Court. 


"E es 
DETAILS: 


This investigation was predicated upon receipt 
of a telephone call by SA ROBERT J. PETTYJOHN, from U. S. 
Park Ranger LARRY ROSE, Kings Canyon National Park, at ap- 
proximately 1:00 A.M. on June 25, 1968. ROSE advised that 
he had in custody five individuals, two females and three 
males, of the 'hippie" type, who had created a disturbance 
in the Cedar Grove area of Kings Canyon National Park, which 
lies in Fresno County, California. According to information 
furnished to SA PETTYJOHN, the five individuals appeared 
to be under the influence of marijuana or some drug, and 
it was necessary to pup who b6 


was screaming wildly and appeared to be delirious. M. 


SA PEITYJOHN was advised that the five individuals, 


identified as DE 
and 
wou e booked temporarily in the Fresno County Jail on a 


charge of possession of marijuana in a Federal Park, until 
the next day, when the matter could be discussed with the 
United States Attorney for a determination of what formal 
charge would be filed. 


At approximately 9:00 A.M., June 25, 1968, SA 
ROBERT J. PETTYJOHN telephonically furnished the above 
information to the Fresno Resident Agency, advising further 
that ROSE and two other witnesses to the alleged offense 
were en route to Fresno to discuss the matter with the 
FBI. 
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AT FRESNO, CALIFORNIA: 


At approximately 1:30 P.M., June 25, 1968, following 
arrival of Ranger LARRY ROSE, along with witnesses TIM CRODDY, b6 
a fire control aide at the park, and a vaca- BIE 
tioner, this matter was discussed in the office of Assistant 
United States Attorney RICHARD V. BOULGER. After hearing 
versions of the incident from the witnesses, BOULGER autho- 
rized the filing of complaints against the five subjects, 
for violation of Section 3, Title 16, United States Code, 
and Section 2.16, Title 36, Federal Code of Regulations, in 
that the subjects did "remain in a park area when manifestly 
under the influence of narcotics or other drug." Probable 
cause was based on "the observance of witnesses 

TIM CRODDY, and LARRY ROSE." 


« FD-302 (Rev. 4-15-64) P 
e 


FEDERAL BUREAU OF INVESTIGATION 


Date, | July 2, 1968 


LARRY L. ROSE, Sub-District Ranger, Cedar Grove 
Station, Kings Canyon National Park, California, advised 
that at approximately 12:15 A.M., June 25, 1968, he was 
awakened by Fire Control Aide TIK CRODDY, who advised him 
of à disturbance in Camp Nunber 3, being. caused by some 
"hippies." . 


When he arrived àt the scene, he observed five 
"hippies" sitting on the ground, roughly in a circle. 
Standing around then at some distance, were many irate - 
campers, several of whom had makeshift clubs and were 
prepared to deal with the situation themselves, if racion 
were not to be taken, 


ROSE stated that in further observing the scene, 
he noted that the "hippies" were leaning against each other, 
and appeared to be oblivious of the many campers around them. 
All appeared to be in a stupor and completely “vacant of 
mind." 


| According to ROSE, the most noticeable one was 


who was bent over, staring into the beam b6 
| b7C 


of a flashlight, while screaming obscene words and profanity, 
and spitting on the lens of the flashlight. 


An affidavit was later furnished by ROSE, dated 
June 26, 1968, which sets forth the specific obscene phrases 
and words used by ^ |as recalled by ROSE. 


ROSE stated that these phrases were repeated many 
times, even after was handcuffed and transported 
to the Ranger Station, 
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SA ROBERT J. EMONTS rela 4 6/29/68 
by Date dictated 
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The other hippies, namely DENNIS MARTiH a 
eee and a girl by the name of 
made no sounds, but seemed to dweli on the actions an 
words ee according to ROSE. Ali had 
dilated pupils of their eyes, when examined in the light, 
and appeared to be sleepy and groggy when brought to the 


Ranger Station. All reacted far differently than a normal 
human being, according to ROSE. 


During the process of moving the hippies’ belongings 
from one vehicle to another, a small bag containing a green 
substance and a vial with green liquid fell from an open 
satchel. 


ROSE also furnished a small white cylindrical 
container labeled "SYNALAR" solution, as well as a hand- 
rolled cigarette, which ROSE suspected might be a marijuana 
cigarette, which he stated he discovered as they were 
gathering up the belongings of the subjects after arresting 
them. 
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Doi,  Juiy 2, 19680  — — 


Tin CRODDY, Fire Control Aide, Cedar Grove 
Station, Kings Canyon Nationel rark, California, advised 
that at approximately 11:45 r.H., June 24, 1968, he vas. 
notified of a disturbance in Campground umber 3. He 
stated he notified Fire Aide JIM BENTZ of the problem, after  . 
which they dressed and arrived at the scene shortly after 
Midnight on June 25, 1968. . . 


Upon arrival at the scene, he and BENTZ found | 
& male hippie known cl at the scone, he and Së and shouting iv 
obscenities. | i 


CRODDY later furnished a signed affidavit dated 
June 26, 1968, setting forth the specific wording of the 
obscenities he could recall being uttered BE] 


He stated that the shouting and obscene phrases 
continued for the next two hours. Shortly after arriving, 
he left BENTZ to control several campers who were out in 
force, and armed with clubs and axes, who were going to take 
action themselves to stop the obscene shouting. He then 
Left to get help from the Rangers. 


He added that upon his return, Fire Guards JIM 
DENTZ, GORDON GOTT, and himself, along with Rangers STAN 
BEECH and GARRETT RICKMAN, surrounded this camp of hippies, 
five in number, three boys and two girls, who were hanging 


on to each other, intensely watching the obscene[ |] b6 
b7C 


GRODDY stated that he and the others awaited 
the arrival of Sub-District Ranger LARRY ROSE before taking 
any action, and, during this four to five minute wait, they 
observed that the hippies were in what he described as a 
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stupor, unaware of anyone else's presence, just staring 
A | did not cease his screaming and 
shouting until approximately two hours lat the 
Ranger Station. During this time, was 


seated on the ground, shouting at the flashlight he held 
in his hand, and spitting into the light. 


He then took his flashlight, and began severely 
beating another of the hippies on the legs and 
left arm. was moved by the blows, and regained his 
sitting position slowl ith no indication of pain or 
retaliation. poe repeated his obscene 
shouting as Ranger LARRY ROSE arrived. 


Ihe rangers and fire aides then closed in and 
subdued[ ^ ^  ] handcuffed him, and placed him in the 
Ranger Station Wagon. The other hippies seemed vacant 
of mind and without making a sound were led to the Ranger 

ickup. All were transported to the Ranger Station, where 
E t up his obscene chanting until he was gagged. 


During the process of transporting the belongings 
of the hippies from the Fire Aide's pickup to the hippies' 
vehicle, a sack of material resembling marijuana, and a 
plastic squeeze bottle of clear liquid, and a small bottle 
of dark liquid, smelling similar to juice from the marijuana 
plant, fell out. 


CRODDY stated that he is familiar with the odor 
of marijuana as a result of his studies at the Police Science 
Department at the College of the Sequoias, Visalia, California, 
where he was a student. 


The park rangers and fire aides then transported 
the hippies to the Fresno County Sheriff's Department Transport 
Wagon, for removal to the Fresno County Jail. 


b6 
b7C 
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b6 
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Date July 2, 1968 . 


advised that on the evening 
of June 24, 1968, he was camping in Cedar Grove Campground 
Number 3, Kings Canyon National Park, California, with his 
wife and children. He retired to bed at approximately 10:30 
P.M. At about 11:45 &.M., he was abruptly awakened by loud 
screaming and shouting a short distance away. After the 
initial scream, [2 ]usne outside his tent to investigate, 
and heard further loud shouting of profane and abusive 
language. 


iater furnished a signed affidavit dated 
| June 26, 1968, setting forth the specific wording as he 
| recalled of the profane and abusive language. 


| He stated that he walked over to a nearby camp- 

| site from where the screams were originating, and saw a man 
seated cross-legged on the ground, holding a lighted flashlight 
to his face, shouting into the light as though it were a 
microphone. The man was bearded, with long hair, and sat 

with a fixed, wild stare in his eyes. 


| Seated nearby in a circular manner were two other 
| men and two women. They appeared to be in a dazed condition 
and not cognizant of the sereams of the third man. They 
appeared to be awake, with eyes open, but not seeing or 
hearing anything which was taking place around them. The 

| screaming man was shouting continuously, repeating much the 
: sane obscene phrases over and over again. Each time he 

| repeated a shouted phrase, he would strike out at his 

| companions with the flashlight, hitting them periodically. 
a His companions appeared to not notice and did not respond 
to being struck by the flashlight. During some of the 
shouting, [_|noticed that the shouting man was exposing 
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his penis and appeared to be masturbating while shouting 
obscene phrases relating to one of the female hippies. 


Throughout the screaming, the man would sometimes 
stop momentarily to spit on his flashlight. It appeared 
he was unable to actually emit saliva, and he would then 
shout "spit" at the light. 


The screaming profanity continued almost uninter- 
rupted for approximately 45 minutes to an hour, until the 
man was taken away by Rangers and Fire Control Aides. 


During the episode, many campers appeared on the 
Scene with flashlights and automobile headlights. The scene 
was well lighted. 


[ — ]stated that he observed all of the fore- 
going from a distance of approximately ten to twelve feet, 
and all five individuals appeared to be unaware of the 
many observers and the many lights. 


was present at the arraignment of the five 
individuals, DENNIS MARTINO, boc 
ans before United States Commissioner 
ANK LERRIGO, and identified each of them as being those 
involved in the preceding night's incident. He identified 
as the one doing all of the shouting. 
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Following the conference in the office of Assis- 
tant United States Attorney RICHARD V. BOULGER, SA's ROBERT 
J. EMONTS and JOHN C. F. LOUGHNEY, accompanied by Ranger 

OSE, Fire Aide TIM CRODDY, and witness 
mm e the five subjects from the Fresno County 
Jail and arraigned them before United States Commissioner 
FRANK LERRIGO, immediately after SA EMONTS filed the 
authorized complaints before LERRIGO. 


LERRIGO set bail at $500.00 for each of the 
defendants. 


Both and DENNIS MARTINO, along 
with were rebooked in the Fresno County 
Jail, in lieu of bail. f 


and| | posted 


bail through a bail bondsman. 


The hearing was continued to Jun 


2:00 P.M., after appointed tee ie Fok 
the an Fresno Attorney 
was retained by mother to S E a 


arranged for bail to be posted fot I 


On June 28,1968, the attorney for both[ ^  ] 
and| ^ advised LERRIGO that all three, who had previously 
made bail, had elected to be tried in Federal Court, rather 
than before the United States Commissioner. 


On the same date, the attorney for[ | ]enaL . 1] 
advised LERRIGO that his clients desired a jury trial in 
United States District Court. 


LERRIGO stated that in view of the above requests, 


he was certifying all defendants to the United States District 


Court for handling. 
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None of the subjects were interviewed. 


Their descriptions, as obtained from the Fresno 
County Sheriff's Office, which agency fingerprinted and 

photographed them at the time they were originally booked 
into jail, are as follows:. 


(1) Name: b6 
Race: White bic 
Sex: Male 
Date of Birth: 

Place of Birth: 

Height: 5'54 
Weight: 125 pounds 
Eyes: Green 
Hair: Brown 
Social Security #: 

Residence: 

(2) Name: DENNIS JOHN MARTINO 
Race: White 
Sex: Male 
Date of Birth: May 24, 1946 
Place of Birth: Jamestown, New York 
Height: 5'5" 

Weight: 130 pounds 
Eyes: Hazel 
Hair: Brown 
Tattoos: Devil and "Live Without Hate", 

right outer forearm; 

Rabbit, peace symbol, and 

"Keep Your Head" on 

left shoulder 
Social Security 4: b6 
Residence: 9631 Hoback Street, bye 


Bellflower, California 
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(3) Name: 
Race? 
Sex: 
Date of Birth: 
Place of Birth: 
Height: 
Weight: 
Eyes: 
Hair: 
Residence: 


(4) Name: 
Race: 
Sex: 
Date of Birth: 
Place of Birth: 
Height: 
Weight: 
Eyes: 
Hair: 
Social Security #: 
Remarks: 
Residence: 


(5) Name: 


Date of Birth: 
Place of Birth: 
Height: 

Weight: 

Eyes: 

Hair: 
Residence: 


b6 


b7C 
White 
Male 


5'10" 
130 pounds 
Blue 
Brown 


b6 


White BIE 


Female 


512! 
117 pounds 
Brown 

fe) 


[xu bs 
White BAG 
Female 


516" 
125 pounds 
Hazel 


ix 


On July 1, 1968, photographs of the above five 
subjects were obtained from the Fresno County Sheriff's Office. 
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sic. LABORATORY mti 


FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


„FBI, Sacramento (70-197) bae, August 1, 1968 


> b7C 


* 


John Edgar Hoover, Director 


" X 116 
REC- 134 70-48362 ` 
FBI File No. PC-BO169 LN 


Lab. No. 
Sacramento Pate 


Examination requested by: 


Letter 7/5/68 


Reference: 


Chemical Analyses 


Examination requested: 


Remarks: 


Specimens Qi through Q4 are being returned to 
the Sacramento Division under separate cover by registered mail. 
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«CLS y Gn 


co 
co 
(ep 
— 
$ 
mj 
S nelosures (2) (2 Lab report) 
cr 
pre sky WES (4 $ 
| DeLoac 
' Mohr à Mf | P ) S 
, Bishop 
Casper 
i i ne A 
Conrad 
Felt. ——— 
Gale 
_ Rosen 
Sullivan 
— Tavel 
Trotter 
de Room Ao: J 
a pod rere ut [A DM IN ISTRATIVE PAGE 


Gan £29 nw EN 
CT DE E 


Casper 


4 
7-1b a ‘ 


REPORT 
of the 


awd. LABORATORY ct 
FEDERAL BUREAU OF INVESTIGATION 
WASHINGTON, D. C. 20535 


Date: 
FBI File No. 
Re: b. No. 


(ox 


ro: FBI, Sacramento 


Specimens received 7/9/68 


Q1 Cigarette 

Q2 Plant material 
Q3 Brown liquid 

Q4 Synalar container 


Results of examination: 


August 1, 1968 
170-48362 


PC-B0169 LN b6 
b7C 


The Ql cigarette was examined and found to contain 


marijuana (Cannabis sativa). 


The Q2 plant material is marijuana. 


Specimen Q3 contains dimethyl phthalide, a chemical 


used in perfumes and insect repellents. 


Specimen Q4 corresponds to "Synalar," as indicated 


on the label of this specimen. 
use in the treatment of skin diseases. 


"Synalar" is a preparation for 


No common dangerous drugs such as LSD, narcotics or 
others were found to be present in specimens Q3 and Q4. 
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aeuum FEDERAL BUREAU OF INVESTIGATION 
Sis UNITED STATES DEPARTMENT OF JUSTICE 
Laboratory Work Sheet 
EE oy 
Re: File # GO A 4 He Bhim cL 
Lab. # pC-B0169 LN 
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Examination requested by: FBI, Sacramento (70-197) Let 7-5 


Examination requested: Chem Anal(Bioch) Date received: 7-9 


(Narcotics) hw 
Result of Examination: Examination by: Xe$ 
2. ; 
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Specimens submitted for examination 


Qi Cigarette 

Q2 Piant material 

Q3 Brown liquid 

Q4 Synalar container 


(ei PA 


9 qum DEUS dcs Locutus 


— KR AP lle tad ERU Le. 
E dee PM Ae ce 


——————— Mie: 
rom “PA! cro egam b oA A 4 f ze and? IPEA "A 
"n fee 


ET Posthive ef ano ys — 


ee eee ar ee PET 


es eA E QUE 
l Jalir 17, ; 


lappe DALU 


_ Mirs ^ hh a Za Ps : e e Lx a Lipa (a 


MN NEN pince sie c ne eec ud 
D — MM ner d- oh pu" 
Le Sine E i papye tl G P 


% ; 
; 7 ae »" (n ED "— , 

| UNITED STATES GOVERNMENT 

M emorandum 
"E DIRECTOR, FBI pare: 7/5/68 
(ATTENTION: FBI LABORATORY) 
. | e 
FROM ' j . SAC, SACRAMENTO (70-197XP) j » Z 
| A lr I 76 
SUBJECT: / [es n a 


— 
mM 
std 


, for Lab ection & report y T 


` 


Subjects were arrested early on the morning of: j 
6/25/68 by Kings Canyoñ National Park Rangers in the Cedar | 
Grove section of KCNP which lies in Fresno County, They: | 
were booked in the Fresno County, California jail on a i 
charge of possession of marijuana in a National Park. | 


Jf 


Copy & specs retained in Lab 


mag, 


Z- F- 


l Rangers advised that the five indiciduals who ate ` ¢ 
“hippies had created a disturbance in the park, being 


apparently under the influence of marijuana or some drug 
and that it was necessary to restra n] Pee 
who was screaming wildly and appeared delirious. 
Ranger LARRY ROSE advised that while gathering up 
the belongings of the subjects after arresting them the following 


items fell from among the clothing and other paraphernalia 
while they were picking it up: 


ZA 


( 
A (1) one hand-rolled cigarette, believed by the 
rangers to be a marijuan& cigarette. Q 
dl Plant Matari af 


(2) one small cellophane bag containing green 
tobacco-like substance believed by the rangers to be marijuana. 


\ i `A Qs (3) One glass vial with metal cap containing a 
\ ^ /brown liquid suspected by rangers to be some sort of drug or 


NU narcotic. - v Zu 

i Ce eae 

_  R& €9/2 - Sacramento f^ EX-110 NEM | i 
RJE: cfp ?S5-JUL .8 1968 
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(4) one small container with removable top labeled 
"Synalar" solution, which according tothe label is available 
MT SEMI by prescription. 


Syiria yz ac 3 E = : 
7 "UY These four items are being forwarded herevith. 


The laboratory is recuested to determine whether 
Items (1) and e are marijuana, and if not, the nature of 
the substances 


The laboratory is further requested to anely:e the 
contents of item three and identify it as vell os whether it 
is cctegorined as a narcotic or drug end what effect it has 
on an individual using it. 


The same analysis is requested for ites four if 
any substance can be obtained from the countatner. If not, 
what effect the formular for "Synalar" has on the 
individual using it, and whether it is categorized as a 
narcotic or drus. 


All subjects were charged with a misdemeanor 
violation of Section three Title 16 U. 5. Code and Section 
2.16 of Title 36, Federal Code of Regulations in that they 
“did remain in a National Park area when manifestly 
under the influence of narcotics or other drug". hen 
arraigned before USC FRATI LERRIGO at Fresno, California on 
June 2r, 1968, all requested the appointment of attorneys 


and on June 26, 196€, the continued date of the hearing, 
adbjecka| aad —  ]|secsested & jury trial, ond the vim 
other three subjects elected to be tried in Federal Court, 

Es 
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ROBERT J. EMONTS 


TITLE OF CASE 
CHARACTER OF CASE 


TYPED BY 


DENNIS JOHN MARTINO; 


CGR - NARCOTICS 


LA 
REFERENCE: 
Report of SA ROBERT J. EMONTS, dated 7/2/68, at 
Sacramento. 
-P- 
LEAD: 
SACRAMENTO É 
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(1) Will follow prosecutive action in this matter with 
AUSA RICHARD V. BOULGER 
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LEADS: (Continued) 
SACRAMENTO 
AT FRESNO, CALIFORNIA. 
(2) Will advise US Park Ranger LARRY ROSE at 


Kings Canyon National Park of the final disposition of this 
matter. : 


COVER PAGE 
-B*- 


t- 
FD-204 (Rev. 3-3-59) 


twee 


AUSA RICHARD V. BOULGER advised he has decided to charge each 


defendant 


e. STATES DEPARTMENT or@srice 
FEDERAL BUREAU OF INVESTIGATION 


Copy to: _1L - USA, Sacramento 
mE l - AUSA, Fresno 
. Report of: ROBERT J. EMONTS Office: Sacramento, California 
Date: 8 /23 /68 
Field Office File £ 70-197 | Bureau File #: 70-48362 
Title: b6 
DENNIS JOHN MARTINO; BIg 
Character: 
CRIME ON A GOVERNMENT RESERVATION - NARCOTICS 
Synopis: FBI Lab identified the cigarette and plant material . 
submitted as marijuana. The brown liquid and Synalar container 
were not found to contain any common dangerous drugs such as LSD, 
narcotics or others. FBI Identification records reveal prior 
mec iqdana aioeste con all subjects ES BSE 


b7C 


with a misdemeanor charge of being in a place where 


marijuana has been used. He stated he would handle this by 
Information, and would dismiss prior charges filed. 


DETAILS: 


-P- 


On July 5, 1968, the following items were submitted 


to the FBI Laboratory for chemical content examination: 


(1) One hand-rolled cigarette, believed by the 
Park Rangers to be a marijuana cigarette; 


(2) One small cellophane bag containing green 
tobacco-like substance believed by the Rangers to be 
marijuana; 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to 
your agency; it and its contents are not to be distributed outside your agency. 
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(3) One glass vial with metal cap containing 


a brown liquid suspected by Rangers to be some 
sort of drug or narcotic; 


(4) One small container with removable top 
labeled "Synalar" solution, which according to 
the label is available only by prescription. 


By Laboratory report dated August 1, 1968, the 
following results were reported, 


e e d . 


SC 70-197 


The following Identification Records from the 
FBI Identification Division for the subjects reflect = 


had a Marijuana arrests with the exception of 


b6 
b7C 


whe 


FINGERPRINTS RECEIVED SHARGE DISPOSITION 
SO Los Angeles Dennis John 38-26-65 | mnor in poss not guilty 
Calig Martino ' alcoholic bev 
#C2ZL5446 
“Conf Officer Dennis John - 2-25-66 | Inquiry 
Ft Monmouth NJ Martino 
SRAIS9S57408 
PD Dennis John 8-16-66 | ADW 
Downey Calif Martino 
: #D 16096 
So Dennis John 3-21-68] poss marij 
Santa Ana Martino poss marij w/int 
Calif #160 483. | to sell maint 
- i place fr» narco| - UR. 
poss dang drugs| > «X ` 
for sale . io d 
PD Dennis John 320-68 |l, HuS 11530- 
Laguna Beach Martino #9975 . NT poss marij 
Calif E 2. H&S 11530,5- | 
; | poss marij for 


ue : UNITEP-STATES DEPARTMENT OF i 'STICE 
F. .ERAL BUREAU OF INVESTIGATION 


ae e WASHINGTON, D.C. 20537 e "mor 
| * l 7-36 
D à . r + AA cs ? vL 
: s : ( Director. 
The following FBI record, NUMBER 546 748 F , is furnished FORT 


CONTRIBUTOR OF 


NAME AND NUMBER ARRESTED OR 


Sale 
3. H&S 11557- 
maint of place 
for uni dis- | 
ofe posal of nares 
4, HGS i19il- 
poss dang 
dxugs for sale 


Iniorraation shown on this Identification Record represents data furnished TBI by fimierycl 
contributors. Whore final disposition is not shown or further explanation of charge is desired, com- 
municate with agency contributing those fingerprints. : 

Notations indicated by * are NOT based on fingerprints in FBI files but axo listed only as invesH- 
gotive leads as being possibly identical with subject of this record 


. 
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AT FRESNO, CALIFORNIA 


On August 9, 1968, Assistant United States Attorney 
RICHARD V. BOULGER advised that he has decided to charge each 
defendant with a misdemeanor charge of being in a place where 
marijuana has been used. He stated that he would handle this by 
filing Informations and would dismiss prior charges filed. 
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OFFICE OF ORIGIN 
SACRAMENTO 


DENNIS JOHN MARTINO; 


REPORTING OFFICE 


SACRAMENTO 
TITLE OF CASE 


INVESTIGATIVE PERIOD 


9/11 - 10/21/68 


CHARACTER OF CASE 


CGR - NARCOTICS 


e 


REFERENCE: Report of 5A ROBERT J. EMONTS, dated 8/23/68, 


- Px- 
LEADS 
SACRAMENTO DIVISION: 
[ca S MMC E un 
AT FRESNO, CALIFORNIA WA 
camem E D CE CRM P 


Will follow with AUSA, RICHARD V. BOULGER and USDC 
Clerk and report prosecutive action. 


NOR 
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K ED STATES DEPARTMENT OF Osricz 
FEDERAL BUREAU OF INVESTIGATION 


1 - USA, Sacramento 
Copy to: l- AUSA, Fresno 


Report of SA ROBERT J. BMONTS OfficeSacramento » California 

Date: 10/29/68 

Field Office File 4:70-197 Bureau File ::70- 48362 

Title: b6 , 


DENNIS JOHN MARTINO; pue 


Character: 


CRIME ON GOVERNMENT RESERVATION - NARCOTICS 

S sis: 

UUP" Informations filed August 22, 1968, by Assistant United 
States Attorney, RICHARD V. BOULGER, charging all five 
defendants with violation of Title 16, Section 3, United 
States Code; and Title 36, Section 2.7 Code of Federal 
Regulations (disorderly conduct). Additional count charged 
defendant with violation of Title 
18, Section 13, and Section 314, California Penal Code, 


(Indecent Exposure). On September 23, 1968, all defendants 
uuu pleas of not guilt 
and jury trial set for January 9, 1968. E 
heed guilty to count two (disorderly conduct) and 
not guilty to count one, (Indecent Exposure}. Hearing on 
probation report and judgment set for October 21, 1968, 
orf On October 21, 1968, he appeared 
with his attorney and withdrew his guilty plea to count 


two and requested jury trial on both counts which was 
set for January 9, 1968, along with other defendants, 


=P 
DETAILS: 

AT FRESNO, CALIFORNIA 

On September 11, 1968, Assistant United States 


Attorney, RICHARD V. BOULGER advised that on August 22, 1968, 
he had filed information charging all five defendants with 
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violation of Title 16, Section 3, United States Code, and 
Title 36, Section 2.7 Code of Federal Regulations, which 
relates to disorderly conduct in United States Parks, reserva- 
tions, et cetera. 


BOULGZR added that he charged 
with an additional count charging violation of Title 18, 
Section 13, United States Code, Section 314, California Penal 
Code which relates to indecent exposure under the substantive 
California Penal Code Section. 


On September 23, 1968, all defendants erent | 
appeared before Judge if, D. CROCKER and entered 


pleas of not guilty and requested a jury trial which was set 
for January 9, 1909. nomma RERUMS guilty to count 
tw charging disorderly conduct and not guilty to count one 
charging indecent exposure. 


å hearing on the probation report and judgment was 
set for October 21, 1968, p 


On October 21, 1968, he appeared with his attorney 
and withdrew his guilty plead to count two and requested a 
jury trial on both counts which was set for January 9, 1969, 
along vith the other four defendants. 
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SACRAMENTO DIVISION 
åt Fresno, California: 


subject, whose jury trial is scheduled 


for 1/9/69. 
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UNITED STATES DEPARTMENT OF JUST 
FEDERAL BUREAU OF INVESTIGATION 


L - USA, Sacramento 
L - AUSA, Fresno 


SA ROBERT J. EMONTS Od no 
12/10/68 ce: SACRAMENTO 


Field Office File # 70-197 Bureau File x /0-48362 


Title: 


Character: 


Synopsis: 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to 


DENNIS JOHN MARTINO; 


CRIME ON A GOVERNMENT RESERVATION 


On 11/27/68, AUSA RICHARD V. BOULGER, Fresno, 
California, dismissed information he had filed against 
defendants DENNIS JOHN MARTINO 

and Defendant 
still scheduled for trial, January 
9, 1969. 


apu 
DETAILS: 


At Fresno, California: 


On December 2, 1968, AUSA RICHARD V. BOULGER 
advised that he had dismissed, November 27, 1968, the 
informations he had filed against four of the defendants 
in this matter inasmuch as he did not feel that he could 
successfully prosecute these four. 


He identified these defendants as DENNIS JOEN 
MARTINO, and 
He added that defendant 
was the active individual in the offense and he is still 
südéduled for trial on January 9, 1969. 
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your agency; it and its contents are not to be distributed outside your agency. 
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OPTIONAL FORM NO. 10 


MAY 1962 EDITION 
GSA FPMR (41 CFR) 101-11.6 


UNITED STATES Qe art e$ 
Memorandum 
TO : Director, FBI (70-48362) DATE: 1/27/69 


Ae 
FROM : jo omues (70-197) (P) 


SUBJECT: CHANGED: 


CGR - NARCOTICS 
(00: SACRAMENTO) 


ien Titie marked changed to delete the names of 


all subjects other than Title 
formerly DENNIS JOHN 


MARTINO; 


Re report of SA ROBERT J. EMONTS, at Sacramento, 
dated 12/10/68. vs 
gu 

On December 23, 1968, Assistant U. S. Attorney PA 
RICHARD V. BOULGER, Fresno, California, advised that he 


had just had a conference with the attorney for subject 
[attorney requested a con- 


tinuance of subject's trial, scheduled for January 9, 1969, 
to January 27, 1969, which was agreed and the court advised. 


On January 27, 1969, the matter was again continued 
to February 10, 1969, inasmuch as N 5] 


is presently 


ederal Judge 
M. D. CROCKER, Fresno, ordered subject to be [ 
Leela and brought before him for further proceedings 
on February 1969. 7a - VV 54 "m -G 
Assistant U. S. Attorney BOULGER advised that it 
is possible subject will plead guilty to a misdemeanor charge 


of disturbing the peace, in which case the matter will be 
completely oo of on February 10, 1969. et 
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An investigative report will be promptly sub- 
mitted following subject's court appearance, on February 10, 
1969. 
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ROBERT J. EMONTS cfp 


b7C 
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REFERENCES: Report of SA ROBERT J. EMONTS, 12/10/68; 
Sacramento letter to Bureau, 1/27/69. B 
D A 
i C i 
FENCLOSURE: 
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PD 


IO BUREAU: 


Enclosed for Bureau is one disposition sheet. 


AND HANDLED CUI 


DISTCOlUCCI SII 
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UNITED STATES DEPARTMENT OF: JUSTICE 
FEDERAL BUREAU OF INVESTIGATION 


Copy to: 1 - USA, Sacramento 
1 - AUSA , Fresno 


Report of: ROBERT J. EMONTS Office: SACRAMENTO 
Date: 2/26/69 
Field Office File # 70-197 Bureau File g 70749362 


Character: CRIME ON GOVERNMENT RESERVATION - NARCOTICS 
Synopsis: On 1/27/69, subject's scheduled trial was continued 


to 2/10/69. On ,2/10/69, subject entered plea of guilty 
tonCount$? of an Information which count charged him 
with Vio£aütion df Title 16, Sec. 3, USC and T. 36, 

Sef 2. 7, gode of Federal Regulations, which relates to 
disorderly congiet in U. S. Parks, reservations, etc. 
Subject was seliténced on 2/10/69 by Judge M. D. CROCKER, 
Fresno, California, to six months probation to commence 
on 75/1/ 69ex£ollowin 


C 
DETAILS: AT FRESNO, CALIFORNIA 


On January 27, 1969, Assistant United States 
Attorney (AUSA) RICHARD V. BOULGER, advised that subject's 
attorney advised that the subject is presenti 


that the matter was continued to February ; 
sideration in order that a writ might be obtained to have the 
defendant in' court for setting of a new trial date. 


This document contains neither recommendations nor conclusions of the FBI. It is the property of the FBI and is loaned to 


your agency; it and its contents are not to be distributed outside your agency. 
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FEDERAL BUREAU OF INVESTIGATION 


V. 
1 : AA 
REPORTING OFFICE OFFIC Or ORIGIN DATE INVESTIGATIVE PERIOD 
SACRAMENTO . ` SACRAMENTO |». 7/2/68 6/25-7/1/68 
TITLE OF CASE C : REPORT MADE BY TYPED BY 
SA ROBERT J. EMONTS | ela 


CHARACTER OF CASE 


DENNIS JOHN-MARFT a 
b7C 
CGR - NARCOTICS 
Dr 
alt | -P- wae 
i ADMINISTRATIVE: A 
Affidavits of LARRY L. ROSE, TIM CRODDY, and (Or e 


sanc witnesses in this matter, which contain 
obscene utterances of subject ease ea have 


been marked "obscene" and placed in sealed envelopes in 
the 1-A section of the Sacramento file. Assistant U. S. 
Attorney RICHARD V. BOULGER, Fresno, California, read the 
affidavits and requested that they be retained as separate 
exhibits for possible future use in any trial of this 
matter, 
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